Take no one’s wor3* 
but your own 

as to the advantages of any one cigarette for 
patients with congestion of the respiratory tract 

T HE published studies on cigarette differences are 
merely a starting point. It is only when doctors make 
their ou n tests... on their oivn patients who smoke— that 
they are fully convinced of Philip Morris superiority. 

That is why we suggest that you try Philip Morris 
on your patients. Your findings will confirm the pub¬ 
lished studies* which showed that: 

0> tlIA\UI\G TO PHILIP MORRIS 
CIGARETTES, EVERY CASE OF IRRI¬ 
TATION OF THE NOSE AND THROAT 
DI E TO SMOKING CLEARED COM* 

PLETELY OR DEFINITELY IMPROVED. 
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